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Message Text 


UNCLASSIFIED 

PAGE 01 STATE 268348 

55 

ORIGIN ERDA-07 

INFO OCT-01 ARA-10 10-13 ISO-OO OES-06 ACDA-10 CIAE-00 
INR-07 L-03 NSAE-00 NSC-05 EB-07 NRC-07 FEAE-00 
DODE-OO /076 R 

DRAFTED BY USERDA:AIA:ETMCFADDEN:GS 

APPROVED BY OES/NET:DHOYLE 

USERDA:AIA:JEAMMONS 

ARA/ECA:RELTZ 

IO/SCT:LCAVANAUGH 

ACD A/NWT : HWILLI AMS 

050074 

R 011535Z NOV 76 
FM SECSTATE WASHDC 
TO AMEMBASSY BRASILIA 
INFO USMISSION IAEA VIENNA 

UNCLAS STATE 268348 

E.O. 11652: N/A 

TAGS: IAEA, TECH, US, BR 

SUBJECT: NOTIFICATION TO IAEA OF U.S.-BRAZIL TRANSFER OF 
FISSION CHAMBER CONTAINING U-235 

,. ERDA RECEIVED CABLE FROM JOSE DE JULIO ROZENTAL, 

DEPARTMENT OF NUCLEAR MATERIALS AND INSTALLATION, REPORTING 
IAEA REQUEST FOR NOTIFICATION OF TRANSFER OF SUBJECT 
FISSION CHAMBER TO BRAZIL IN 1975. 

2. ERDA IS AIRMAILING NOTIFICATION TO SCI COUNSELOR, 

WHO IS REQUESTED TO CONTACT ROSENTAL AND ARRANGE FOR 
NOTIFICATION COMPLETION AND TRANSMITTAL BY BRAZIL TO 
IAEA. 

3. DELAY IN NOTIFICATION ISSUANCE, WHICH RESULTED FROM 
UNCLASSIFIED 

UNCLASSIFIED 

PAGE 02 STATE 268348 

FAILURE OF ERDA TO RECEIVE SHIPPING DOCUMENT, IS REGRETTED. 
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KISSINGER 


UNCLASSIFIED 


NNN 
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Message Attributes 


Automatic Decaptioning: X 
Capture Date: 01 JAN 1994 
Channel Indicators: n/a 
Current Classification: UNCLASSIFIED 

Concepts: URANIUM 235, FISSIONABLE MATERIALS TRANSFER 

Control Number: n/a 
Copy: SINGLE 
Draft Date: 01 NOV 1976 
Decaption Date: 01 JAN 1960 
Decaption Note: 

Disposition Action: n/a 
Disposition Approved on Date: 

Disposition Authority: n/a 
Disposition Case Number: n/a 
Disposition Comment: 

Disposition Date: 01 JAN 1960 
Disposition Event: 

Disposition History: n/a 
Disposition Reason: 

Disposition Remarks: 

Document Number: 1976STATE268348 

Document Source: CORE 

Document Unique ID: 00 

Drafter: AIA:ETMCFADDEN:GS 

Enclosure: n/a 

Executive Order: N/A 

Errors: N/A 

Film Number: D760406-1283 
From: STATE 
Handling Restrictions: n/a 
Image Path: 

ISecure: 1 

Legacy Key: Iink1976/newtext/t19761 1 93/aaaadcvo.tel 

Line Count: 62 

Locator: TEXT ON-LINE, ON MICROFILM 
Office: ORIGIN ERDA 
Original Classification: UNCLASSIFIED 
Original Handling Restrictions: n/a 
Original Previous Classification: n/a 
Original Previous Handling Restrictions: n/a 
Page Count: 2 

Previous Channel Indicators: n/a 
Previous Classification: n/a 
Previous Handling Restrictions: n/a 
Reference: n/a 

Review Action: RELEASED, APPROVED 
Review Authority: oatisao 
Review Comment: n/a 
Review Content Flags: 

Review Date: 21 JUL 2004 
Review Event: 

Review Exemptions: n/a 

Review History: RELEASED <21 JUL 2004 by schwenja>; APPROVED <10 AUG 2004 by oatisao 

Review Markings: 

Margaret P. Grafeld 
Declassified/Released 
US Department of State 
EO Systematic Review 
04 MAY 2006 


Review Media Identifier: 

Review Referrals: n/a 
Review Release Date: n/a 
Review Release Event: n/a 
Review Transfer Date: 

Review Withdrawn Fields: n/a 
Secure: OPEN 
Status: NATIVE 

Subject: NOTIFICATION TO IAEA OF U.S. -BRAZIL TRANSFER OF FISSION CHAMBER CONTAINING U-235 ,. ERDA RECEIVED CABLE FROM 

JOSE DE JULIO ROZENTA 

TAGS: TECH, US, BR, IAEA 

To: BRASILIA 

Type: TE 

Markings: Margaret P. Grafeld Declassified/Released US Department of State EO Systematic Review 04 MAY 2006 
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